required number of timbers had not been set on the second shift on April 10,
but he claimed that plenty of timbers could be found within three breaks of
the face and that the operators of the ram cars would bring timbers to the
working face if they were needed.  Meade testified that there were plenty of
brattice curtains in the mine, but he did not like to see curtains hung near
the face because, in his opinion, they are a hazard to the loading of coal
because they obstruct vision.  Meade agreed that conditions on the section
were unsafe on April 11 when the inspectors examined the mine.

20.  Bobby Smith was the operator of the loading machine on April 10,
1980, when the nine complainants left the mine before their second shift had
ended.  He agreed with the nine complainants that conditions in the mine were
bad on April 10 because the pillars had been cut all the way across, no
brattice curtains had been installed, and no roadway posts had been erected.
Bobby Smith, however, said that no one complained about not having timbers.
He also said that the reason the men left the mine on April 10 was that they
were upset because the mine foreman, Elbert Church, had changed some of their
positions around, such as Clyde Smith's reassignment to setting timbers and
H* K. Tllley's reassignment as helper for the operator of the roof-bolting
machine.  Bobby Smith said that the complainants were also upset because they
were having to set timbers on their shift which should have been set on the
day shift.  Bobby stated that in Church's speech to the men on the second
shift on April 10, Elbert Church, the mine foreman, emphasized the fact that
he could not do anything about the way the day shift did its work, but that
he was responsible for the way they (the miners on the 3-11 p.m. shift) did
their work.  Church also made it clear to the miners on the second shift that
they would have to increase production on their shift because the second
shift's production had declined considerably.

21.  Bobby Smith also emphasized the fact that the miners on the second
shift were deliberately doing acts which Interfered with production. He
mentioned such acts as deliberately stalling a ram car in a mud hole, throwing
a metal guard on the belt to stall it, and dumping coal on the feeder when
the beltline was already stalled.  Smith claimed to have personal knowledge
only as to the stalling of the ram car.

22.  Lawrence Klndrick is a certified mine foreman and Is now working for
Moore and Moore Coal Company, but on April 10 he was employed by respondent and
was operating a coal drill on the 3-to-ll p.m. shift. He testified that the
mine foreman, Elbert Church, made a speech to the miners toward the first part
of the shift. The miners were upset about the things Church said and left the
mine, but Kindrick did not know when they left. He stated that he saw nothing
unsafe that night.  Although he first'stated that he did not recall how the
section looked, he thereafter stated that the section was being ventilated,
that timbers had been set in each entry, and that there were plenty of timbers
available on the section.

23.  Elbert Church was the mine foreman on the 3-to-ll p.m. shift on
April 10, 1980, when the complainants In this proceeding left the mine before
their shift was over. He has worked for respondent for the past 4 years. He
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